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SUBJECT: PHYSICAL SECURITY AT CERCA NUCLEAR FACILITY 

REF: STATE 197340 

1 . EMBASSY SCIENCE COUNSELOR HAS DISCUSSED THE 
REFERENCED SUBJECT MATTER WITH APPROPRIATE CEA OFFICIALS. 
CEA FEELS IT MUST CONSIDER THIS REQUEST VERY CAREFULLY, 
AND IT MAY TAKE SOME TIME. THEY NOTE THAT ONE INTERNAL 
CEA PROBLEM IS THAT THE REORGANIZATION AFFECTING PHYSICAL 
SECURITY MATTERS HAS NOT BEEN COMPLETED. 

2. SALMON WOULD APPRECIATE TUBBS SENDING A TRIP 
REPORT OR OTHER DOCUMENTS ON THIS SUBJECT WHICH WOULD 
PROVIDE FURTHER BACKGROUND INFORMATION. 
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